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The pinch-cock is then closed, the condenser is removed,
and K is connected with the absorption vessel of Fig. 11,
which has previously been exhausted of air. By shaking
and heating K, after the pinch-cock has been opened, the
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FIG. 12.

liquid is made to pass into C} and this vessel is closed as
soon as it is entirely filled.
A large number of absorption coefficients were deter-
mined by Bunsen.* Yet it must be remembered that the
data obtained then have in recent years been greatly im-
proved.
It has been found, in general, that gases are less soluble
in concentrated salt solutions, ceteris paribus, than in pure
water. Practical advantage is taken of this property of
gases in storing them in gasometers.
Salt solutions (such as sodium chloride solutions) are used
* Bunsen, Gasometrische Methoden, Braunschweig 1877